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Ratification Vote 
Results 


Dear Commonwealth employee, 


The contract ratification vote is as follows: 


251 Causeway St. 


South Mountain 


Accept Reject Challenge 



Quabbin Reservoir 


Springfield (WERO) 


Wilmington (NERO) 


Lakeville (SERO) 


Worcester(CERO) 


Maynard (State Police) 


Lemuel Shattuck Hospital (DPH) 58 


Absentee Ballots 


TOTALS 705 106 

The membership has ratified the proposed contract. 
Thanks to all who voted. 

The Collective Bargaining Team 
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